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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalilzed by the 
Metal-Forming Machines Sectional Committee had been approved by the Produaion Engineering 
Division Council. 

This standard has been prepared based on the practices prevalent in Indian industry. Capacities of the 
trimming presses covered in this standard are generally used in Indian industry. 

For the purpose of diciding whether a particular requirement of this standard is complied with, the final 
value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance 
with IS 2 : 1960 'Rules for rounding off the numerical values (revised)\ The number of significant places 
retained in the rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 

CAPACITY RATING AND DIMENSIONS 
FOR TRIMMING PRESSES 



1 SCOPE 

This Indian Standard lays down the capacity rating 
and dimensions for trimming presses with capacity 
up to 1 000 tonnes. 

2 REFERENCES 

The following Indian Standards contain provisions 
which through reference in this text, constitute 
provision of this standard. At the time of 
publication, the editions indicated were valid. All 
standards are subject to revision, and parties to 
agreements based on this standard are encouraged 
to investigate the possibility of applying the most 
recent editions of the standards indicated below: 
IS No. Title 

2102 (Parti): General tolerances : Part 1 

1993 Tolerances for linear and angular 

dimensions without individual 

tolerance indications {third 

revision) 



3 TERMINOLOGY 

For the purpose of this standard the nomenclature 
as given in Fig. 1 along with the following 
definitions shall apply. 

3.1 Capacity 

The force thai ihc slide of a press can cxcri while 
working through a specified distance above the 
bottom of stroke. 

3.2 Stroke 

The travel of the press slide between the terminal 
points of motion. 

3.3 Shut Height (Bed/Bolster) 

The distance from the top of bed/bolster to the 
bottom of the wedge with storke down and 
adjustment up. 

4 BASIC DIMENSIONS 

Basic dimensions of trimming presses shall be as 
given in Table 1. 




WEDGE 
ADJUSTMENT 



STROKE 



SHUT HDGHT 



/BO LSTER AREA » LR x FB 

Fig. 1 Nomenclature for Trimming Press 
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Table 1 Basic Dimension tor Trimming Prtjsses 

{Clause 4) 

AJl d'iinensions in millimetres. 



Rated 
capacity 


Tonnes 
KN 


100 
1000 


125 
1250 


160 
1600 


200 
2 000 


250 
2 500 


315 
3150 


400 
4 000 


500 
5 000 


630 
6 300 


800 
8 000 


1 000 
10 000 


Fixed stroke 




160 


160 


200 


200 


200 


250 


250 


250 


315 


315 


400 



Rated distance (the 
stroke at which the 
capacity of the press 
shall be measured ) 



10 



10 



10 12.5 12.5 12.5 12.5 12.5 



Shut height, AT/u- 


500 


500 


500 


560 


560 630 


630 


710 


710 


800 


1000 


Shut height adjustment 
(by wedge), Max 


10 


10 


10 


20 


20 25 


25 


25 


25 


25 


25 


Side area 
LR X FB* 


1250X 

800 


1250X 
800 


1600X 
1000 


1600X 
1000 


1600X 2000 X 
1 000 1 250 


2 000X 
1250 


2 000X 

1250 


2000X 

1250 


2 500 X 
1600 


2 500X 
1600 


Preferred stroke 
per minute 


6 


10 


16 


20 


25 31.5 


40 


50 


63 


80 


100 



NOTE — Dimensional deviation for untoieranced dimensions .shali be of medium class according lo JS 2102 (Pari 1). 
*LR — Left to right and FB — Front to back. 
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